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CONTRACT P0-660 


RESIDUAL INVENTORY 
$100.00 VALUE OR MORE W/l YEAR LIFE 


Control No. 6211-2 


QUANTITY 

DESCRIPTION 

UNIT COS 

,T 

DATE 

; ORDERED 

I 

Hydraulic Lift Truck 



30 

AUG 

58 

1 

Ref ri g . Hotpoint 



15 

MAY 

po 

1 

Printer, Vert fax, Legal Size 



24 

SEP 

50 


Duckboard, Magnesium 



20 

AUG 

56 

2 

Spool Trucks, Dwg. A- 47 



3 

DEC 

56 

1 

Pile, Fireproof 



15 

MAY 

56 

i 

3 Hole Punch 



l6 

MAR 

56 

1 

Hand and Arm Spray 



18 

APR 

56 

1 

Gaseous Burst Valve Mod. 12 



18 

APR 

56 

I 

Gaseous Burst Valve Mod. 12 



2 k 

JUN 

56 

1 

Light In tempter for 70MM Printer 5 



30 

JUL 

56 

1 

Spray Chamber, Mod, 3 



31 

OCT 

56 

2 

Tri Met, Viewing Tables 



19 

DEC 

56 

l 

Motor, Bodine Speed EK Std. 



11 

JUN 

57 


1238-590 






] 

Heat Exchanger, Type SSCF, #201-2 



27 

NOV 

56 

1 

Pump, Model F, Eastern Inn . 



27 

NOV 

56 
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CONTRACT P0-660 RESIDUAL INVENTORY page- 

■ — a 





QUANTITY 

DESCRIPTION 

UNIT COST 

DA' 

PE ORDERED 


4 

Gaseous burst Valve, Model 90 



5 

r- r-» n 

56 

STAT 

3 

? 1 o w r a t or. Si z * : 4 , Figur e 1 7 3 5 



5 

r\ h' r 

56 


1 

Exhauster, Model 3E 



14 

JUN 

57 


1 

Refrigerator, Admiral 



29 

JUL 

57 


2 

Floater Guide Plate, SKI 1 8 



13 

FEB 

58 



Exchanger, Heat, Type S3CF #201-2 



1h 

FEr 

58 


1 

Mixer, Lightning, Model C4 



24 

APR 

57 


i 

70 MM projection Viewer 







L 

Ph o t ome t e r , Pn o t c v o 1 1 Mu 1 1 .1 p 1 1 e r 

Mod. 520A 



13 

MAY 

58 


X 

Pump, Centrifugal, Model U-34B 



3 

JUL 

58 


l 

Tr a nsf o r m e i 1 , I) r* y Wa L 1 M t g . , Ac m e 
T-13141-8 



2^ 

JUT, 

58 



In t e r c om - Ma s t e r , Te 1 e talk, M o d . 
712-12 



1 6 

/ S ' ' 

JL 1 

r, P; 


1 

Exchanger, Heat, KSwanee-Ross SSCF 
#201-2 ~ 



31 

OCT 

38 


7 

J 

Flcwratcr, Model 10-1735* Size 4 



?3 

JAN 

5 3 


1 

IRV Inspect! on Re cel v e r K . P . Ass. 
#0104-5-8 



7 

MAY 

59 
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QUANTITY 

1 

DESCRIPTION 

UNIT COST DATE ORDERED 

Vault Door, S&G Manipulation Proof 

Lock 


23 JUL 

59 

1 ea. 

Condenser #W*101-M~12 k Cabinet 
#CRH-DX-450 


6 AUG 

59 

1 

Toledo Ind. Pan Scale Model 4791 


8 OCT 

59 

1 

Densitometer, Illuminator, Cat. #5002 


12 OCT 

59 

1 

Probe #5221 Search Unit, Tube #21C 


12 OCT 

59 

1 

10" Dust k Static Removal Unit, Model 
A-l 


13 OCT 

59 

1 

Valve, Control, Single Seated, Type 4£ 
Series 400 


14 AUG 

59 

1 

Valve, Control, Single Seated, Type 4£ 
Series 400 


13 NOV 

59 

1 

Power Trimmer, Model 1 W/Straight Blac 


8 FEB 

60 

1 

Meadmatic, Timer, Model 6 


17 FEB 

60 

i 

Table, per Dwg., G12066026 


- 29 FEB 

60 

1 

Cormet ,! A M Porous Nickle Cylinder Per 
EK Dwg. LHP 127 


5 may 

60 

1 

Transformer, Dry Wall Mtg„, Acme 
#T-13l4l-8 


yi*Km 

60 

1 

Spray Cabinet k Aux. Equip, for ] 

Drape Proc. 


3 OCT 

60 
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Control Mo. 6211-2 


QUANTITY 

1 

1 

1 

1 

3 

2 

1 

3 

1 

1 

2 

2 

1 

1 


CONTRACT P0-660 RESIDUAL INVENTORY PAGE — 4 

DESCRIPTION UNIT COST 

Process Control Sensitometer, Mod. 101 

70MM Printer Cabinet 

Friden, SFD Flexowriter #23352 

Mixer, LIghtnin, Mod. C-2 l/8 H.P. 

Mixer, Lightnin, Mod. C-2, 1/8 H.P. 

Pumps, Eastern Model D-ll 

Pump, Eastern Model D-ll 

Trim Knife Ass. per Dwg. A-32 

Splicer, 70MM, Griswald, Neumade 

Helix Table #808160, Optical Gaging 

Filter, Striated, Turnaround Printer 

Mask, Viewing Station, Turnaround 
Printer 

Titler 

Friden, SFD Flexovriier #23351 

Depot : 

Signed 

Date 

Quebec : 

Received 

Approved For please 2002/08/19 : CIA-RDP81B0087^00070(Jg^0231-1 


DATE ORDERED 
1 JAN 57 

26 JAN 59 

1 APR 60 
51 MAY 56 

25 MAY 59 
31 MAY 56 

27 NOV 56 
19 JUN 56 

26 NOV 56 
17 OCT 60 
26 MAR 57 
26 MAR 57 

2 MAY 56 

1 APE 60 


STAT 
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QUANTITY 

1 

1 


SHIPPING NOTICE 
CONTRACT MS -20$ 

PROJECT TH EQUIPMENT 
$100.00 Value or wore W/l Tear Life 


Page 1 of 1 
Control No. 6211-3 


DESCRIPTION 

Di s par 3 a tor , Mod *1900, With l/2 HP, 

0 to 12,000 RPM Dri*e 

Jar Rolling Machine, With 2 roller# 
3" dia. x U8 n long var . Speed Motor, 

S, Phase 


UNIT COST DATE CftDEHKD 

1U Feb 5B 

16 Apr 5® 


STAT 


Depot* 


Signed^ 

Date 

Quebec : 

Signed^ 

Date 
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